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4.1.4. 
Locate the 03953-5 
Gas Spring Stud as shown in Figure 8a. Trim Steel Mesh locally as required. 
Touch up paint per ICA-0350-607 
Section 5.1 Item 4. Transfer Mark and Drill 2X 00.194 
holes 
thru the Basket base square tube structure as shown in Detail L. Fasten 03953-5 
lAW View N-N 
using 2X AN3C11A 
Bolt, 2X NAS1149C0332R 
Washer & 2X MS21 043-3 Nut. 


4.1.5. 
Install1X 
03953-11 
Gas Spring Spacer onto the 03953-5 Stud as shown in View N-N. Install the 
large end of the 03969-1 
Gas Spring onto the 03953-5 
Gas Spring Stud and Fasten in Place 
using 1X 03953-9 
Gas Spring Washer, 1X NAS1149C0432R 
Washer, 1X AN31 0-4 Castellated 
Nut & 1X MS24665-212 
Cotter Pin as shown in View N-N. Install Cotter Pin per MS33540 
or 
AC43.13 chapter 7-127. 


4.1.6. 
Insert the 03953-3 
Gas Spring Stud into the 03953-1 
Gas Spring Bracket & Insert the 03953-7 
Gas Spring Spacer onto the 03953-3 
Gas Spring as Shown in View P-P. Raise the Basket lid and 
install the rod end of the 03969-1 
Gas Spring onto the 03953-3 Gas Spring Stud using 1X 
03953-9 Gas Spring Washer, 
1X NAS1149C0432R 
Washer, 1X AN31 0-4 Castellated 
Nut & 1X 
MS24665-212 
Cotter Pin as shown in View P-P. Install Cotter Pin Per MS33540 or AC43.13 
Chapter 7-127. 
NOTE: The 03953-3 
Gas Spring Stud can be held in place with a 9/16 open end spanner/wrench. 
NOTE: With the lid in the closed position the Gas Spring should not be fully compressed. 


4.1.7. 
Repeat steps 4.1.2 through 4.1.6 at the other end of the Basket. 


. 4.1.8. 
Test the installation. 
If installed properly the Gas Springs should assist the Basket user in both 
opening and closing the basket lid. 
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0350-607-143 
AUTOMATIC 
LID OPENER 
INSTL 
(FOR USE ON -043/-047 
BASKET) 


NOTE: This kit may be installed at either end of the Basket. 
However, the Prop Arm must be 
removed in either case as it will interfere with the function of the Gas Spring. 


Remove the 02332-041 
Prop Arm. 


Grind flush the 02327-3 
Spacer Bushing on the end of the Basket where the lid opener is to be 
installed as shown in Figure 9a (it is permissible to grind all 4 spacers flush). Touch up paint per 
ICA-0350-607 
Section 5.1 Item 4. 


Locate the 03953-15 
Gas Spring Bracket as shown in Figure 9a. Trim steel mesh locally as 
.required. 
Touch 
up paint perICA-0350-607 
Section 5.1 Item 4. Transfer mark and drill 2X 
00.194 
holes thru the Basket Lid Square tube structure as shown in Detail R. Install the 03953- 
15 Gas Spring Bracket & 03953-17 
Gas Spring Spacer using 2X AN3C15A 
BOLT, 2X 
NAS1149C0332R 
Washer & 2X MS21 043-3 Nut as shown in View T-T. 


Locate the 03953-5 
Gas Spring Stud as shown in Figure 9a. Trim Steel Mesh Locally as required. 
Touch up paint per ICA-0350-607 
Sections 5.1 Item 4. Transfer mark and drill 2X 0 0.194 holes 
thru the Basket Base square tube structure as shown in Detail S. Install 2X AN3C11ABolt, 
2X 
. 
- 
-- 
__ 
._. 
_' 
_ NAS1149C0332R 
Washer-& 
2X MS21 043-3 Nut as shown in View U-U. Install the rod end of the 
03969-1 
Gas Spring onto the 03953-5 
Gas Spring Stud using 1X 03953-9 
Gas Spring washer 
1X NAS1149C0432R 
Washer, 
1X AN31 0-4 Castellated 
Nut & 1X MS24665-212 
Cotter Pin as 
shown in View U-U. Install Cotter Pin per MS33540 or AC43.13 Chapter 7-127. 


Insert the 03953-3 
Gas Spring Stud into the 03953-15 
Gas Spring Bracket & insert the 03953-7 
Gas Spring Spacer onto the 03953-3 
Gas Spring Stud as shown inj!l~_I::T Baiselh.e.Basket 
- - ~ 
- 
- 
-- 
__ 
~-- 
--lid-and-install-t-he-B3969-1'Gas'Sprin9'1>nto 
tfle D39'5"3':'3Gas Spring Stud and fasten in place 
() 
" 
using 1X 03953-9 
Gas Spring Washer 1X NAS1149C0432R 
Washer, 1X AN3104 
Castellated 
~ 
Nut & 1X MS24665-212 
Cotter Pin as shown in View T-T. Install Cotter Pin per MS33540 
OR 
~ 
AC43.13 Chapter 7-127. 
,;> 
NOTE: The 03953-3 
Gas Spring Stud can be held in place with a 9/16 open end spanner/wrench. 
NOTE: With the lid in the closed position the Gas Spring should not be fully compressed. 
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4.2.6 
Test the installation. 
If installed properly the Gas Springs should assist the Basket user in both 
opening and closing the basket lid. 
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NOTE: This kit may be installed at either end of the Basket. 
However, the Prop Arm must be 
removed in either case as it will interfere with the function of the Gas Spring. 


Remove the 02332-041 
Prop Arm. 


Grind flush the 02327-3 
Spacer Bushing on the end of the Basket where the lid opener is to be 
installed as shown in Figure 8a (it is permissible to grind all 4 spacers flush). Touch up paint per 
ICA-0350-607 
Section 5.1 Item 4. 


Locate the 03953-1 
Gas Spring Bracket as shown in Figure 8a. Trim steel mesh locally as 
required. 
Touch up paint per ICA-0350.607 
Section 5.1 Item 4. Transfer mark and drill 2X 
00.194 
holes thru the Basket lid square tube structure as shown in Oetail M. Install the 03953-1 
Gas Spring Bracket & 03953-13 
Gas Spring Spacer using 2X AN3C16A 
Bolt, 2X 
NAS1149C0332R 
washer & 2X MS21 043-3 Nut as shown in View pep. 


Locate the 03953-5 
Gas Spring Stud as shown in Figure 8a. Trim steel mesh locally as required. 
Touch up paint per ICA-0350-607 
Section 5.1 Item 4. Transfer mark and drill 2X 00.194 
holes 
thru the Basket base square tube structure as shown in Oetail L. Fasten 03953-5 
lAW View N-N 
using 2X AN3C11A 
Bolt, 2X NAS1149C0332R 
Washer & 2X MS21 043-3 Nut. 


Install1X 
03953-11 
Gas Spring Spacer onto the 03953-5 
Stud as shown in View N-N. Install the 
large end of the 03969-1 
Gas SJ)rjng onto the 03953-5 Gas Spring Stud and fasten in place 
using 1X 03953~9 Gas Spring Washer, 1X NAS1149C0432R 
Washer, 
1X AN31 0-4 Castellated 
Nut & 1X MS24665-212 
Cotter Pin as shown in View N-N. Install Cotter Pin per MS33540 
or 
AC43.13 Chapter 7-127. 


Insert the 03953-3 
Gas Spring Stud into the 03953-1 Gas Spring Bracket & insert the 03953-7 
Gas Spring Spacer onto the 03953-3 
Gas Spring as shown in View P-P. Raise the Basket lid and 
install the rod end of the 03969-1 
Gas Spring onto the 03953-3 
Gas Spring Stud using 1X 
03953-9 
Gas Spring Washer, 
1X NAS1149C0432R 
Washer, 1X AN31 0-4 Castellated 
Nut & 1X 
MS24665-212 
Cotter Pin as shown in View pep. Install Cotter Pin per MS33540 or AC43.13 
Chapter 7-127. 
--- 
- 
-NOTE:TheD3953.:3-GasSpring 
Stud can be held in place with a 9/16 open end spanner/wrench. 
NOTE: With the lid in the closed position the Gas Spring should not be fully compressed. 


Test the installation. 
If installed 
properly the Gas Springs should assist the Basket user in both 
opening and closing the basket lid. 


4.4 
0350-607-241 
BASKET 
CLAMP 
KIT INSTAllATION 
- 
-"---~ 
_____________ 
Refer toSection-3.0 
-of these-instructions 
to install the-D350-607':241-Basket 
Clamp Kit. 
Amend weight and balance accordingly 
per Section 5.0 of these instructions for each 0350-607- 
241 Kit installed on the aircraft. 


_____-----6i 
---------------------~~-~ 
~ ~---- 
C~ 
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